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L. Introduction 
&. Purpose: The purpose oi this report is to create a document which 
eabodies any and all test information which has been accumulated in 
support of the subject systex, This report is to be used sa a guide 
for further investigation of the pertinent problem areas. 
B. Scope 
C. Span of time and manhours of work represented 
tL. Specific Testing 


A. Vibration 


Test No. l 
Be 3 54 v4 
+t ae 3 


a. date of each test 

b. purpose 

ce, specific equipment used 

d. who did the testing 

e, where it was done 

£. conditions 

g. list of data (raw) 

h., compilation of data (processed) 
4. sumaary of data (tabulated) 

je conclusions 


k. results and changes due to this test 


B, Temperature 
C. Environmental 


D, Stress anelysis 


EE. kKesolution 
F. nbprsovee. Fes Release 2004/05/13 : CIA-RDP89B00980R000400090005-7 
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G. Stabilization 
RH. Spotting 
I. 
TLL. System Tests 
A. Laboratory 
B. Flight 
IV. Photographic Tests 


V. General conclusion of accuracy, dependability, reproducibility, value and 
effectiveness of testa 


VI. Recommended improvements in test program to achieve more effectiveness 
VII. Conclusions drawn from testing 


VIXI. Pertinent detaile of project business 


IX. Recoumendations 
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